








model five 


The Model Five utilizes a novel technique: It employs 
three drivers in a two-way system; a single bass driver, 
but two drivers for high frequencies instead of one. The 
result is increased midband sensitivity, 91.5 dB SPL at 4 
feet, which is quite high for a speaker system in the 
Five’s price range. And, since the high-frequency energy 
is evenly divided between two drivers instead of just one, 
system power capacity is increased over single driver 
designs. The drivers are positioned on the baffle in a 
manner that produces uniform dispersion and an accu- 
rate stereo image whether the cabinet is placed vertically 
or horizontally. 


SPECIFICATIONS: 


SPEAKER 
COMPONENTS— 


LOW FREQUE! 
HIGH FREQU 





CY: 12” bass driver 





CY: 2 each 4” frame 
cone drivers 


NOMINAL IMPEDANCE: $ ohms 


CROSSOVER 

FREQUENCY: 1500 Hz 
ENCLOSURE TYPE: Vented 
SENSITIVITY: 91.5 dB SPL 


Measured at 4 feet, 1 watt 
input referenced to 8 ohms, 
using pink noise which has 
been limited to a bandwidth 
of 500 Hz to 3 kHz 


FREQUENCY 
RESPONSE: 45 Hz to 20 kHz 
DISPERSI 90° at —6 GB vertical 





Measured with pink noise 
limited to a bandwidth of 
800 Hz to 8 kHz at a distance 
of 4 feet, 


120° at —6 dB horizontal 


AN Ba yl = 


SOUND PRODUCTS DIVISION 
1515 SOUTH MANCHESTER 
ANAHEIM, CALIF, 92803 U.S.A. 


The vented enclosure and 12-inch bass driver combine 
to produce excellent low-frequency energy response to 
45 Hz. Fundamentals are tight and clear, with a min- 
imum of distortion, and without doubling or artificially 
accentuated upper bass frequencies. The Five eliminates 
the “boominess” so prevalent in other speaker systems 
in its price range. 


The hand-rubbed, genuine oiled walnut cabinet is tastefully 
styled with finished baffle and removable knit grille. 


LONG TERM BROAD 
BAND MAXIMUM 
POWER: 

Measured with a source of 

pink noise limited to the 

frequency response bandwidth 
of the system, over an extended 
time period 

OPERATIONAL POWER 
RANGE: 

Recommended for use with 

amplifiers between these 

levels. 

LONG TERM 
MAXIMUM ACOUSTIC 
OUTPUT: 

Measured with a source of 

pink noise limited to the 

frequency response bandwidth 
of the system at a distance 


45 watts 


12 watts to 150 watts 


108 dB SPL at 45 watts 


of 4 feet 

FINISH: Hand-rubbed oiled walnut 

GRILLE: Acoustically transparent 
black knit fabric mounted 
on removable frame 

DIMENSIONS: 25%" Н х 142" Wx12" р 
(64,8 cm Н x 36.8 стуу х 
30.5 em 0) 

SHIPPING WEIGHT: 3814 Ibs. 17.4 kg 





ACTUAL WEIGHT: 32 Ibs.—14.5 kg. 
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